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-9109180077 Requests response to encl questions re licensee philosophies & practices
concerning performance of maint during plant operations & in preparation for refueling

CURTISS.J.R. Commissioners (Post 750119). 90/10/04. TAYLOR.J.M. Ofc of the Ex-
ecutive Director for Operations. 6pp. 59176:042-59176:047.

9109250090 Requests extension of required date for response to NRC recommenda-
tions contained in "Monticello Station Blackout Evaluation," per 910822 Itr.
PARKER.T.M. Northern States Power Co. 91/09/17. Document Control Branch (Doc-
ument Control Desk). 1p. 59194:127-59194:127.

9109240105 Confirms discussion between R DeFayette & D Nevinski to have mgt meet-
ing on 911008 in Region III ofc to discuss 12 h shifts.training follow up to 910606
scram,licensing issues & selection of new shift supervisors.

GREENMAN.E.G. Region 3 (Post 820201). 91/09/20. ELIASON.LR. Northern States
Power Co. 2pp. 59173:316-59173:317.

Q. inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109090177 Forwards "Monticello Nuclear Generating Plant Refueling Outage
15,Outage Dates 910331-0531 .Commercial Svc Date 710630,lnservice Insp Interval
2,Period 3."

PARKER.T.M. Northern States Power Co. 91/08/30. Document Control Branch (Doc-
ument Control Desk). 1p. 59050:271-59051:077.

9109050266 "Monticello Nuclear Generating Plant Refueling Outage 15, Outage
910331-0531 .Commercial Svc Date 710630, Inservice Insp Interval 2,Period 3."
BRIDGEMAN.J., HUGO.M.. RICKER.J. Northern States Power Co. 91/08/31. 168pp.
59020:001-59020:167.

9109170073 Forwards safety insp rept 50-263/91-15 on 910716-0827 & notice of
violation.Several issues re fire protection reviewed & considered unresolved items
pending insp by regional fire protection specialist

CLAYTON.B.  Region 3 (Post 820201). 91/09/10. ELIASON.LR. Northern States
Power Co. 4pp. 59109:210-59109:233.

-9109170077 Notice of violation from insp on 910716-0827.Violation noted:failure to run
fire protection jockey pump continuously.
CLAYTON.B. Region 3 (Post 820201). 91/09/10.1p. 59109:214-59109:214.

-9109170079 Insp rept 50-263/91-15 on 910716-0827.Violations noted.Major areas
inspected:onsite   follow-up   of   events.radiological   controls.maint   &   surveillance
activities.safety sys walkdown & mod & changes to facility.
DEFAYETTE.R.W. Region 3 (Post 820201). 91/09/10. 19pp. 59109:215-59109:233.

9109110056 NRC Info Notice 91-055. "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109240077 Requests that util should provide within 30 days of Itr date response pro-
viding basis for employment action re former employee alleging that his employment
terminated on 910412 in retaliation for reporting violations.

DAVIS.A.B. Region 3 (Post 820201). 91/09/18. ELIASON.LR. Northern States Power
Co. 8pp. 59182:262-59182:269.

R. Periodic operating reports A related correspondence

9109050130 "Effluent & Waste Disposal Semiannual Rept for Monticello Generating
Plant for Jan-Jun 1991." W/910827 Itr.
FEY.F.L. Northern States Power Co. 91/06/30. 11pp. 59019:038-59019:048.

9109050288 Submits configuration mgt program six month status rept through June
1991

PARKER.T.M. Northern States Power Co. 91/06/28. Document Control Branch (Doc-
ument Control Desk). 3pp. 59029:179-59029:181.

9109040332 Forwards fitness-for-duty performance data for 6-month period ending
910630,consisting of random testing program results/confirmed positive tests for spe-
cific substances.

MISERENDINO.G. Northern States Power Co. 91/08/29. Document Control Branch
(Document Control Desk). 7pp. 58998:227-58998:233.

9109040341 Submits Fitness For Duty Performance Data for Jan-Jun 1991.
CLEVELAND.R.D. Northern States Power Co. 91/08/30. Document Control Branch
(Document Control Desk). 1p. 58998:221-58998:221.

9109120122 Monthly operating rept for Aug 1991 for Monticello Nuclear Generating
Plant.W/910906 Itr.

PAUSTIAN.H.H.,    PARKER.T.M.    Northern   States    Power   Co.   91/08/31.   5pp.
59104:169-59104:173.

S. Reportable occurrences, LERa & related correspondence

9109190280 LER 91-017-00:on 910815,inoperable fire barrier penetration seal
discovered.Caused by failure to identify penetration. Rre Barrier hatches being la-
belled to read contact fire protection.W/910916 Itr.

HIPPE.M., PARKER.T.M. Northern States Power Co. 91/09/16. 6pp. 59166:174-
59166:179.

9109300075 LER 91-018-00:on 910823.postulated break in svc water sys discovered af-
fecting   redundant   trains   of   safety   related   equipment.Caused   by   personnel
error.Operator stationed as flood watch to alert control room.W/910923 Itr.
HAMMER.S.. PARKER.T.M. Northern States Power Co. 91/09/23. 5pp. 59263:076-
59263:080.

DOCKET 50-265 QUAD-CITIES STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9109180112 "Exercise Rept Quad Cities Nuclear Station Comm Ed Joint Exercise."

*  Federal Emergency Management Agency. 91/07/29. 102pp. 59134:304-59135:044.

9109050151 Revised EPIPs.including rev 8 to CEPIP 3101-01. "Environ Sample Collec-
tion Procedures for Air.Water.Soil,Vegetation, Milk & Snow," rev 9 to CEPIP 3102-01,
"Survey techniques for Station Ground Containment...," & rev 4 to CEPIP 3103-01.

*  Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024.

9109060045 Ack receipt of 910819 Itr re rescheduling of facilities annual emergency
preparedness exercise to 911023. Re vised date acceptable.

GREGER.LR. Region 3 (Post 820201). 91/08/26. REED.C. Commonwealth Edison
Co. 1p. 58984:057-58984:057.

9109030268 Documents new fire watch policy at facility & forwards overview & summary
of 910628 telcon w/NRC.In proposed fire watch policy.fire barriers credited & consti-
tute only difference between old & new policies.

STOLS.R. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 2pp. 58952:335-58952:336.

9109160093 Discusses unresolved safety item in insp repts 50-254/90-23 & 50-265/90-
23 dtd 910110 concerning security measures for licensee sites w/BWRs.
GREGER.L.R. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison
Co. 2pp. 59098:065-59098:066.

9109260045 Revised EPIPs.including rev 14 to QEP 730-0, "Document Control &
Review" & Rev 3 to QEP 730-53, "Emergency Preparedness Semiannual Audit."

* Commonwealth Edison Co. 91/09/09. 3pp. 59217:208-59217:210.

P. Operating He

age documents & correspondence

9109230205 Forwards Draft 137-0010.Rev 2 to SASR 89-02, "Vessel Fatigue Evaluation
Considering Revised Thermal Cycles for Quad Cities Nuclear Station Units 1 & 2," per
891130 application for amends to Licenses DPR-29 & DPR-30.
STOLS.R. Commonwealth Edison Co. 90/10/02. MURLEY.T.E. Document Control
Branch (Document Control Desk). 2pp. 59189:160-59189:186.

-9109240021 Draft 137-0010.rev 2 to "Vessel Fatigue Evaluation Considering Revised
Thermal Cycles for Quad Cities Nuclear Station Units 1 & 2."
CAINE.TA, STEVENS.G.L, RANGANATH.S. Commonwealth Edison Co. SASR 89-02
DRFT R02. 90/03/31. 25pp. 59189:162-59189:186.

9109260141 Forwards safety evaluation accepting licensee revised control room habit-
ability assessments of 1987.per NUREG-0737,ltem III.D.3.4.

CUNNINGHAM.L.J. Division of Radiation Protection & Emergency Preparedness (Post
870411). 91/06/13. BARRETT.R.J. Project Directorate III-2. 3pp. 59209:231-
59209:258.

-9109260155 Safety evaluation accepting licensee revised control room habitability as-
sessments of 1987.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 25pp.
59209:234-59209:258.

9109030121 Forwards "Effluent & Waste Disposal Semiannual Rept Jan-June 1991 " &
Rev 10 dtd Apr 1991 to "Quad Cities Station Process Control Program for Processing
of Radioactive Wet Waste."

BAX.R.L Commonwealth Edison Co. 91/07/25. Document Control Branch (Document
Control Desk). 1p. 58951:296-58951:342.

-9109050095 Rev 10 to "Quad-Cities Process Control Program for Processing of Radio-
active Wet Waste."

*  Commonwealth Edison Co. 91/04/30. 16pp. 58951:327-58951:342.

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn.lL to dis-
cuss operational assessment of plant events, pilot program for 12 h control room
shifts.plant station performance & other items of mutual interest.
GREENMAN.E.G.  Region  3  (Post 820201).  91/08/29.  REED.C. Commonwealth
Edison Co. 2pp. 58936:222-58936:223.

9109060048 Application for amends to Licenses DPR-29 & DPR-30.deleting Tech Spec
3.11/4.11. "High Energy Piping Integrity (Outside Containment)." Mods completed in

1979 for high energy piping.
STOLS.R. Commonwealth f

) Edison Co. 91/08/29. MURLEYJ.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 13pp. 59032:329-59032:349.

-9109060053 Proposed Tech Specs deleting Section 3.11/4.11, "High Energy Piping In-
tegrity (Outside Containment).'7
* Commonwealth Edison Co. 91/08/29. 9pp. 59032:341-59032:349.

9109120280 Grants 910628 request that Rev 1 to GE-NE-901 -013-0491, "Quad Cities
HPCI Turbine Steam Supply Pressure Low Setpoint Calculation," be withheld from
public disclosure (per 10CFR2.790).

OLSHAN.LN.   Project  Directorate  III-2.   91/08/29.   KOVACH.T.J.  Commonwealth
Edison Co. 4pp. 59087:037-59087:040.

9109110017 Responds to NRC 910702 request for add! info re identification of deficient
motor-operated valves.per Generic Ltr 89-10,Suppl 3-Reevaluation of criteria resulted
in reduction of valves determined to be deficient.

CHRZANOWSKI.D. Commonwealth Edison Co. 91/09/05. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 15pp. 59088:344-59088:359.ons noted.Major areas inspected: confirmatory measurements.plant
